
Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 

03 / 08/12 


Russell Eonas 

Assistant District Attorney, Plymouth County 
Mr. Eonas, 

Enclosed is the information you requested. Included are copies of the following: 


1. Drug Analysis Laboratory Receipts. 

2. Control Cards with analytical results for sample 

3. Analysis sheets with chemist’s hand notations and test results. 

4 sample 

If you have any questions about these materials, please call me at the number below. 



Chemist II 


Drug Analysis Lab 


Jamaica Plain, MA. 02130 


(617) 983-6632 
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Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


Executive Office of Health and Human Services 
Department of Public Health 

State Laboratory Institute Amherst Drug Laboratory 

Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 


Amherst Hours 


8 : 00 - 11:00 

2:00-4:00 


DRUG RECEIPT 


9:00-12:00 

1:00-3:00 


City or Department: Brockton Police Department 
Name and Rank of Submitting Officer: DONOHUE, PATRICK s 


_Police Reference No.: 

380 DOC # R013427 



Defendant(s) Name (last,first,initial): 



To be completed by Submitter 
Description of Items Submitted 


1) PLASTIC BAGS UNK WHITE ROCK (QTY: 77) 
PLASTIC BAG UNK WHITE ROCK (SI8046 ) 


2) PLASTIC BAGS UNK WHITE ROCK (QTY: 11) 
PLASTIC BAG UNK WHITE ROCK (S18047 ) 


3) UNK WHITE ROCKS (LOOSE SUBST) (QTY: 2) 
PLASTIC BAG UNK WHITE ROCK (S18048 ) 


To be completed by Lab Personnel 
Gross Weight Lab Number 



4) ORANGE TABLETS (QTY: 2) 
TABLETS (S18049 ) 
















Boston Drug Laboratory 
Tet (617) 983-6622 
Fax (617) 983-6625 


Executive Office of Health anti Human Services 
Department of Public Health 
State Laboratory Institute 


Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours Amherst Hours 

8:00- 11:00 DRUG RECEIPT 9:00-12:00 

2:00- 4:00 1:00 -3:00 


City or Department: Brockton Police Department _Police Reference No.: 

Name and Rank of Submitting Officer:- Donohue, Patrick s 380 DOC # R013701 



To be completed by Submitter To be completed by Lab Personnel 


Description of Items Submitted Gross Weight Lab Number 
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14/20 


City: Brockton Police Dept. 
Officer: Detective PATRICK DONOHUE 


Amount: 

No. Cont; £ Cont: pb 


DateRec'd: 11/24/2010 

No. Analyzed: 

Gross Wt,: 1.98 

Net Weight:^ -OH 


# Tests: 

•2ChC 

Prelim: tocc^^ 

Findings: (yOL, 
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No.l 



Date Analyzed: CP. / / 

City: Brockton Police Dept. J/dO// 

Office r: Detective PATRICK DO NPMi if 
Defl 


Subsf: RES 

No. Analyzed: 

Net Weight: 

# Tests: J5> SVSo 

a . V'-V^Zr 


Amountl 
No. Cont: i Cent: knife 

Date Rec'd: 03/22/2011 
Gross Wt.: 98.55 


Prelim: Cqccc^ 


® Mn3s: COQ3fh£ 


'AT 
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PHYSICAL DESCRIPTION: 


O s Sr- txi v v- v ^ s*\jS- VV"v 4L 

in ^v»A 


Gross Wt ("H): V'Z-'nQ^ 
GrossWt ( yc$: |.nO">U 

Pkg. Wt:_ 


Net Wt: 


PRELIMINARY TESTS 
Spot Tests 


MIcrocrvstalllne Tests 


Cobalt 

j ( j Thiocyanate ( —) 
Marquis_^ 


Gold 

\q Chloride -V 


Froehde's 


OTHER TESTS 



PRELIMINARY TEST RESULTS 


GC/MS CONFIRMATORY TEST 


RESULTS 


RESULTS 


DATE i 2,- 


MS 

OPERATOR 


DATE 


Revised 7/2005 
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PHYSICAL DESCRIPTION: 


Up 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Z- Thiocyanate ( —) V 


Gold 

2 ^ Chloride -V _ 

2— TLTA ( -) -A— 

OTHER TESTS 


GC/MS CONFIRMATORY TEST 

RESULTS_ 

MS 

OPERATOR__ 

DATE _ 


Revised 7/2005 


Corbett_email_PRR_006277 

































































DRUG POWDER ANALYSIS FORM 


SAMPLE U 



AGENCY 


No. of samples tested; 




ANALYST Q 


Evidence Wt 


PHYSICAL DESCRIPTION: 


Gross Wt { ): 



Gross Wt ( ): 


\-\ \ ^ 

Pkg. Wt: 


-• 

Net Wt; V - 0 '~\ \ & 


Vo 


AoA 1-OX M. Li 


PRELIMINARY TESTS 
Spot Tests 

Coball 

Thiocyanate ( -—) -v 
Marquis -— 

Froehde’s ~ 

Mecke's 


IVUcrocrvstalllne Tests 

Gold 

Chioride 

TLTA ( -) -V _ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 

RESULTS_ ^ o c , . 

DATE 1 1.-g-O 


GC/MS CONFIRMATORY TEST 

RESULTS_ 

MS 

OPERATOR_ 

DATE 


Revised 7/2005 
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PRELIMINARY TESTS 
Spot Tests 


MIcrocrvstalline Tests 


Cobalt 
Thiocyanate i 


Gold 

Chloride 


Marquis 


TLTA 


Froehde’s 


OTHER TESTS 



PRELIMINARY TEST RESULTS 
RESULTS 


GC/MS CONFIRMATORY TEST 


RESULTS 


DATE 


MS 

OPERATOR 


DATE 


Revised 7/2005 
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DRUG POWDER ANALYSIS FORM 


SAMPLE U 


AGENCY 'V&ooc.SCAp 


ANALYST 





PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( —) A- 
Marquis ~~ 
Froehde's 


Mecke's 


Microcrvstalllne Tests 


Gold 

Chloride -v 


TLTA 


OTHER TESTS 


cc-v 


PRELIMINARY TEST RESULTS 



GC/MS CONFIRMATORY TEST 

RESULTS_ 

MS 

OPERATOR__ 

DATE_ 

Revised 7/2005 
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\ J- \mi A\SlUlUUUUi!b . u 

CODEINE S 


rope 

y instrument : DrugLab GC #2 
ejection Date : 5/19/2011 8:26:12 PM 


Sequence File 
Method 

Last changed 


C:\CHEM32\1\SEQUENCE\DEFAULT.S 
C:\CHEM32\l\METHODS\GENSCAN.M 
3/9/2011 1:49:11 PM by ASD 


Location 

Inj 

Inj Volume 


Vial 26 
1 

1 jil 



Area Percent Report 

Sorted By : Retention Time 

Multiplier: : 1,0000 

Dilution: : 1.0000 

Sample Amount: : 1.00000 [ng/ul] 

Do not use Multiplier & Dilution Factor with ISTDs 

Signal 1: FID1 A, 


Peak RetTime 
# [min] 

I ; 

Sig 

Type 

Area 

[pA*s] 

Height 

[pA] 

Area 

% 

1 

1 1,063 

1 

] 

BB S 

6.1263 9e4 

6.19102e4 

1 

99.13807 

2 6.930 

1 

BB 

271.20401 

348.38132 

0.43887 

3 7.481 

1 

BB 

261.43793 

330.63330 

0.42306 

Totals : 



6.17965e4 

6.25892e4 





* * * End 

of Report 

* * * 


(not used in calc.) 


taab GC #2 5/19/2011 8:56:13 PM ASD 


Page 1 of 1 
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c . \CHEM32\1\DATA\SIG1000030.D 

^me 


t cq Operator 
Acq. instrument 
Injection Date 


ASD 

DrugLab GC #2 
5/19/2011 10:45:41 


PM 


Seq. Dine : 30 

Location : Vial 30 
Inj : 1 

Inj Volume : 1^1 



Sorted By 
Multiplier: 

Dilution: 

Sample Amount: 

Do not use Multiplier 


. Retention Time 

. 1,0000 

; 1.0000 

. 1.00000 [ng/ul] 

& Dilution Factor with ISTDs 


(not used in calc.) 


Signal 1: FID1 A, 


Peak 

RetTime 

Sig 

Type 

# 

[min] 
_| 



1 

1.063 

1 

^ BB S 

2 

4.015 

1 

BB 

3 

4.385 

1 

BB 

4 

5.896 

1 

BB 

5 

6.935 

l 

BB 


Area 

[pA*s] 


Height Area 

[pA] % 


6 .0 99 7le4 6.09864e4 98.60465 

29-60704 23,50351 0,04788 

60.11743 68.24340 0.09721 

20.45161 15.86093 0.03307 

752.70502 890.63788 1.21718 


Totals 


6.18399e4 6.19846e4 


*** End of Report *** 


Page 1 of 1 


r>i-n<-.T.=r, on #9 q/TQ/2011 11:15:41 PM ASD 
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Area Percent / Library Search Report 


Information from 

Data File: 

Rile Name : 

F:\Q4-2010\SYSTEM6\12 06 10\758804.D 

Operator ; 

ASD/KAC 

Date Acquired : 

6 Dec 2010 9:30 

Sample Name : 

Submitted by : 

BLANK 

Vial Number : 

1 

AcquisitionMeth: 

WSCREEN.M 

Integrator : 

Chemstation 







i 


Abundance TiC: 758804.DWata.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


758804,D 


Wed Mar 07 13:45:02 2012 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4~2010\SYSTEM6\12_06_10\758805.D 

ASD/KAC 

6 Dec 2010 10:04 

BUPRENORPHINE STD 

5 

WSCREEN.M 

Chemstation 


Abundance 


400000 


300000 


200000 


100000 


0 




TIC: 7588Q5.D\daia,ms 
14.621 


1 


1 


Tlme-> 2.00 4.00 6.00 8.00 10.00 12.00 


T I I 1 1 —E I I I I I I I I I I I I I 1 E I | I I I I I I f I I I I I r I | T 7 

14.00 16.00 18.00 20.00 22.00 24.00 26.00 28.00 


Ret. Time 

Area 

Area % 

Ratio % 

14.521 

21597848 

100.00 

100.00 


758805 ,D 


Wed Mar 07 13:45:06 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM6\12_06_10\758805.D 

Operator : ASD/KAC 

Date Acquired : 6 Dec 2010 10:04 

Sample Name : BUPRENORPHINE STD 

Submitted by : 

vial Number : 5 

AcquisitionMeth: WSCREEN.M 

Integrator : Chemstation 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


l 14.52 C:\Database\SLl.L 

BUPRENORPHINE 052485-79-7 99 

BURPENORPHINE 052485-79-7 99 


Abundance Average of 14.383 to 14.715 min.: 758805.D\data.ms (-) 



758805.D Wed Mar 07 13:45:07 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_06__10\758806.D 

ASD/KAC 

6 Dec 2010 10:39 

BLANK 
ASD 
1 

WSCREEN.M 
Chemstation 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


758806.D 


Wed Mar 07 13:45:10 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_06_10\758807,D 
ASD/KAC 

6 Dec 2010 11:13 


ASD 

7 

WSCREEN.M 
Chemstation 


Abundance ...”. .TIC: 758807.0\data ms 



Ret, Time 

Area 

Area % 

Ratio 

2.468 

2404023 

3.58 

5.86 

4.022 

1962755 

2.93 

4.78 

6.427 

6066133 

9.04 

14.78 

7.064 

10312446 

15,37 

25.13 

9.034 

5293340 

7.89 

12.90 

14.547 

41035951 

61.18 

100.00 


758807.D Wed Mar 07 13:45:14 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data Pile: 

File Name : F:\Q4-2010\SYSTEM6\12_06_10\758807.D 

Operator : ASD/KAC 

Date Acquired : 6 Dec 201 0 11:13 

Sample Name : BHHSBflM! 

Submitted by : ASD 
Vial Number : 7 

AcquisitionMeth: WSCREEN.M 
Integrator : Chemstation 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 




C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum Quality 

: 80 

PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

2.47 

C:\Database\NIST08.L 





D-Limonene 

005989-27-5 

96 



D-Limonene 

005989-27-5 

94 



D-Limonene 

005989-27-5 

94 


Abundance Average of 2.418 to 2.525 min.: 758807.DVJala.ms (-) 



m/z- -> 30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 1 90 200 

Abundance #15494: D-Limonene 

68 

80 


60 



758807.D Wed Mar 07 13:45:15 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM6\12_06_JL0\758807.D 

Operator : ASD/KAC 

Date Acquired : 6Dec2010 11:13 

Sample Name : 

Submitted by : ASD 
Vial Number : 7 

AcquisitionMeth: WSCREEN.M 
Integrator : Chemstation 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C;\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 4.02 C:\Database\PMWJT0X2.L 

Acetic acid anhydride 000108-24-7 4 

Ethylacetate @ 000141-78-6 1 



Abundance #2756: Acetic acid anhydride P351 

I 4j3 

80 
60 

40 

20 

0 

m/z~> 2 


758807.D Wed Mar 07 13:45:15 2012 Page 3 
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Area Percent / Library Search Report 


Information from 

Data File: 


File Name : 

F:\Q4-2010\SYSTEM6\12 06 

10\758807.D 

Operator : 

ASD/KAC 


Date Acquired : 

6 Dec 2010 11:13 


Sample Name : 



Submitted by : 

ASD 


Vial Number : 

7 


AcquisitionMeth: 

WSCREEN.M 


Integrator : 

Chemstation 


Search Libraries 

: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST08.L 

C:\Database\PMW_T0X2.L 

Minimum Quality: 80 

PK# RT 

Library/ID 

CAS# Qual 


3 

6.43 

C:\Database\NIST08.L 





h-Hexadecanoic acid 

000057-10-3 

99 



n-Hexadecanoic acid 

000057-10-3 

96 



Tridecanoic acid 

000638-53-9 

93 


Abundance Average of 6.402 to 6,516 min.: 758807.D\data.ms {-) 



Abundance #102726: n-Hexadecanoic acid 



758807 .D 


Wed Mar 07 13:45:16 2012 


Page 4 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_06_10\758807.D 
ASD/KAC 

6 Dec 2010 11:13 


ASD 
7 

WSCREEN.M 
Chemstation 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 

C:\Database\PMWJTOX2.L 

Minimum Quality 
Minimum Quality 

: 80 
: 80 

PK# 

RT Library/ID 

CAS# 

Qual 


4 7,06 C:\Database\NIST08.L 


Octadecanoic 

acid 

000057-11-4 

99 

Octadecanoic 

acid 

000057-11-4 

98 

Octadecanoic 

acid 

000057-11-4 

95 


Abundance Average of 7.031 to 7.197 min.: 758807.D\data.ms {-) 



Abundance #124660: Octadecanoic acid 



758807 .D 


Wed Mar 07 13:45:16 2012 


Page 5 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 


F:\Q4-2010\SYSTEM6\l2_06_10\758807.D 

ASD/KAC 

6 Dec 2010 11:13 



Vial Number 

AcquisitionMeth 

Integrator 


7 

WSCREEN.M 

Chemstation 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 
C:\Database\PMWJT0X2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# RT Library/ID 


CAS# Qual 


5 9.03 C:\Database\NIST08.L 

Morphinan-6-one, 4,5-epoxy-3,14-dih 000465-65-6 99 
Morphinan-6-one, 4,5-epoxy-3,14-dih 000465-65-6 98 
Morphinan-6-one, 4,5-epoxy-3,14-dih 000465-65-6 95 



Abundance 

80 

60 

40 

20 

0 

m/z--> 


#156547: Morphinan-6-one, 4,5-epoxy-3,14-dihydroxy-17-{2-propenyl)-, (S.alpha.)- 


41 


55 70 82 96 


jUk 


115 


131 

LiiZa 


171 187 

J!. i 


201 


1 212 

■’'1 ,.!,!■ 


327 


242 


229 


286 


256 270 


40 


60 80 100 120 140 160 


i 1 j 1 i'i vi 'j p, j i' 1 'y 

180 200 220 240 


300 


I'i I i | 1 i V i 


312 

YLi 


260 280 300 320 


758807.D Wed Mar 07 13:45:16 2012 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_06_10\758807.D 

ASD/'KAC 

6 Dec 2010 11:13 


ASD 

7 

WSCREEN.M 

Chemstation 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NlST08.L 

C: \Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

: 80 
: 80 

PK# 

RT Library/ID 

CAS# 

Qual 


14.55 C:\Database\SLI.L 

BURPENORPHINE 
BUPRENORPHINE 


052485-79-7 99 

052485-79-7 98 


Abundance 


Average of 14.365 to 14,762 min.: 758807.D\data.ms {-) 



Abundance 


80 


60 


40 




55 


#57: BURPENORPHINE 


378 



123 


152 I 8 I 197 216 239256 280296ai? 336 332 


410 434 


j'mTjrrTT’i'rrrT'jTT7Tir7TTT-|TT'iTj'ri'T'T ]'T7-n"^rtTr|TrT‘r|-T-JTT-^rffrjTTT7-y 

80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 440 460 


758807.D Wed Mar 07 13:45:17 2012 


Page 7 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4 -2 010\SYSTEM6\l2_06__10\758809 . D 
ASD/KAC 

6 Dec 2010 12:21 

BLANK 
ASD 
1 

WSCREEN,M 
Chemstation 


Abundance TIC: 758809.D\data,ms 



Ret. Time 


Area Area % Ratio % 


* * *N0 INTEGRATED PEAKS*** 


758809.D 


Wed Mar 07 13:45:28 2012 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM6\12_06_10\758810.D 

ASD/KAC 

6 Dec 2010 12:55 

BUPRENORPHINE STD 
ASD 
S 

WSCREEN.M 

Chemstation 


Abundance TIC: 758810.DVdata.ms 



Ret. Time 

Area 

Area % 

Ratio % 

14.526 

23410445 

100,00 

100.00 


758810.D Wed Mar 07 13:45:39 2012 


Page l 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data Pile; 

F:\Q4-2010\SYSTEM6\12 06 10\758810.D 
ASD/KAC 

6 Dec 2010 12:55 

BUPRENORPHINE STD 
ASD 
5 

WSCREEN.M 
Chenistation 


Search 

Libraries: C:\Database\SLl.L 

C:\Database\NlST08.L 

C:\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

: 80 
: 80 

PK# 

RT Library/ID 

CAS# 

Qual 


1 14.53 C:\Database\SLI.L 

BUPRENORPHINE 
BURPENORPHINE 


052485-79-7 99 

052485-79-7 99 


Abundance 


80 


601 
40 

20 


56 


Average of 14.377 to 14.709 min.: 758810.D\data.ms (-) 


378 


84 


A I'} 


101 


123 


352 




147165181197 2 } 6 239256 280296312 3 ? 6 I 


410 


i ‘ i r|i ‘» 1 i i jl r l^j r r t-T- pV i^ ^ - r i ^r i-tl u -T ^ i^fi ^ ^i'fT^ t‘T j t 17 1 j I 

m/Z~> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 440 460 


iXi 


434 


40467 


Abundance 


80 


60 

40 

20 


m/z--> 


55 


#58: BUPRENORPHINE 


378 


84 


101 


Ltd 


352 


40 60 


123 152 175 197 2 5 239 2632802QR-5-.O 336’ 

,il fIVl'l 1 Vt 1 , r 1?, 3 lqh ,4| , ,4l rJ 


410 


394 


434 


460467 

JLx 


l f-fi n-rn ’ TrpT i ^ i m j ■ V11 -i‘ 1*I IY ' rj-Vfi Vp i !T | 1TV1 |Ti iT| i i J r ~i I‘ f 1 i 7 p-rn- j-rl T T ' y ti iT|l 

80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 440 460 


758810.D Wed Mar 07 13:45:40 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_06_10\758840.D 

ASD/KAC 

6 Dec 2010 22:41 

BLANK 
ASD 
1 - 

DRUGS.M 
Chemstation 


Abundance TIC; 758840. DWata.ms 



Ret, Time Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


758840,D Wed Mar 07 13:47:46 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_06_10\758841.D 

ASD/KAC 

6 Dec 2010 22:54 

COCAINE STD 
ASD 
41 

DRUGS . M 
Chemstation 


Abundance 

1000000 


TIC: 758841.D\data,ms 


4. 78 


500000 


Ov'l'T" 

Time--> 2,00 


r . T .- r - r .^ - r - T - r - | .^ — rT - ! | ^ ! ‘ ^r Vyu-T 

2.60 0 00 3 50 4.00 4.50 


I I I nTT-p-nTf i r i i pr I I I I I I rrp i i rpr-r 

5.00 5.50 6.00 6.50 7.00 7.50 8.00 


TTTTTTTTTTT , | I I I 

8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


4.178 


13846970 100.00 100.00 


758841,D 


Wed Mar 07 13:47:50 2012 


Page 1 


Corbett email PRR 006299 





Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM6\12_06_10\758841.D 

Operator : ASD/KAC 

Date Acquired : 6 Dec 2010 22:54 

Sample Name : COCAINE STD 

Submitted by ; ASD 

Vial Number : 41 

AcquisitionMeth: DRUGS.M 

Integrator : Chemstation 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 4.18 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.144 to 4.256 min.: 758341 .DVdata.ms (-) 



Abundance #29: COCAINE 



m/z~> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


758841.D Wed Mar 07 13:47:50 2012 Page 2 


Corbett email PRR 006300 





Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM6\12_06_10\758860.D 

Operator : ASD/KAC 

Date Acquired : 7 Dec 2010 3:05 

Sample Name : BLANK 

Submitted by : ASD 

Vial Number : 2 

AcquisitionMe th: DRUGS.M 

Integrator : Chemstation 


Abundance TIC: 758860.D\data.ms 


Time- 


Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


758860.D Wed Mar 07 13:48:09 2012 Page 1 


Corbett email PRR 006301 









Information from Data Pile: 

File Name : F:\Q4-2010\SYSTEM6\12_06_10\758861.D 

Operator : ASD/KAC 

Date Acquired : 7 Dec 2010 3:18 

Sample Name : faMBBMWBWPBl 

Submitted by : ASD 

Vial Number : 61 

AcquisitionMeth: DRUGS.M 
Integrator : Chemstation 



Area Percent / Library Search Report 


Information from Data Pile: 

File Name : F:\Q4-2010\SYSTEM6\12_06_10\758861.D 

Operator : ASD/KAC 

Date Acquired : 7 Dec 2010 3:18 

Sample Name : IHHHflHHHi 

Submitted by : ASD 

Vial Number : 61 

AcquisitionMeth: DRUGS.M 

Integrator : Chemstation 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 4.19 C:\Database\SLl.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.132 to 4.292 min.: 758861 D\data.ms (-) 



Abundance #29: COCAINE 



758861.D Wed Mar 07 13:48:14 2012 Page 2 


Corbett email PRR 006303 


























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_06_10\758863.D 

ASD/KAC 

7 Dec 2010 3:44 

BLANK 
ASD 
2 

DRUGS.M 
Chemstation 


Abundance TIC: 758863.D\data.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


758863.D Wed Mar 07 13:48:32 2012 


Page 1 


Corbett email PRR 006306 





Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\l2_06_10\758864.D 

ASD/KAC 

3 ; 57 


ASD 

64 

DRUGS.M 
Chemstation 


Abundance TIC; 758864.D\dafa.ms 



Ret. Time 

Area 

Area % 

Ratio % 

4.186 

31783536 

100.00 

100.00 


758864.D Wed Mar 07 13:48:35 2012 


Page l 


Corbett email PRR 006307 




Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12 

ASD/KAC 


06 10\758864.D 


Dec 2010 


ASD 

64 

DRUGS.M 
Chemstation 


3 : 57 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_T0X2.L 


PK# RT Library/ID 


CAS# Qual 


1 4.19 C:\Database\SLI.L 

COCAINE 000050-36-2 99 



Abundance 


80 


60 


40 


20 


42 


mlz-> 


i i f | 

40 


60 


6 ? 


67 


#29: COCAINE 


182 


105 


122 iB 198 272 3 ? 3 

, , 137 10 . 107 .• 214 244 |.1 

• j i < i i j < i rry r rr i j ry 7 'rfT n ijT rrT |TmjnTr]Tn rp rrT^nTi pu7 r[ i nTp n7^TTrr|n n [ ixrrjTi r 

80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 


758864 , D 


Wed Mar 07 13:48:36 2012 


Page 2 


Corbett email PRR 006308 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_06_10\758866.D 

ASD/KAC 

7 Dec 2010 4:24 

BLANK 
ASD 
2 

DRUGS.M 
Chemstation 


Abundance TIC: 758866.D\data.ms 



Ret. Time 


Area Area % Ratio % 


* **NO INTEGRATED PEAKS*** 


758866.D 


Wed Mar 07 13:48:46 2012 


Page 1 


Corbett email PRR 006309 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_06_10\758867.D 

ASD/KAC 

7 Dec 2010 4:37 

COCAINE STD 
ASD 
41 

DRUGS.M 
Chemstation 


Abundance 

i 

: 1000000 j 


500000 


4. 


78 


TIC: 758867.D\daia.ms 


\ 


0 ~ri" i rTTjTT T Tj— TTT rp -r n pr■ ! ■■■ , •-- r - 1 -- v - | - T -- r - 1 - T "j - ". - " i " i "T" [- "- - " ? " ] " - :" - [ - "r - r -i----- j - T -- . --;-- r -T- T - T - 7 -- r - VT - T -- r - r - v - T" r-r-r-T-T"T--i-r-T-T"r-T"T- > | 

Time-> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.5 0_ 


Ret. Time 

Area 

Area % 

Ratio % 

4.178 

12836595 

100.00 

100.00 


758867.D Ned Mar 07 13:48:50 2012 


Page 1 


Corbett email PRR 006310 





Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM6\l2_06_10\758867.D 

Operator : ASD/KAC 

Date Acquired : 7 Dec 2010 4:37 

Sample Name : COCAINE STD 

Submitted by : ASD 

Vial Number : 41 

AcquisitionMeth: DRUGS.M 

Integrator : Chemstation 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 4.18 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.138 to 4.256 min.: 758867.D\data.ms (-) 



40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 

Abundance #29: COCAINE 



758867.D Wed Mar 07 13:48:50 2012 Page 2 


Corbett email PRR 006311 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_06_10\758868.D 

ASD/KAC 

7 Dec 2010 4:50 

BLANK 
ASD 
2 

DRUGS.M 
Chemstation 


Abundance TIC: 758868.0\data.ms 



Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


758868.D Wed Mar 07 13:50:45 2012 


Page l 


Corbett email PRR 006312 









Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM6\12__06_10\758869.D 

Operator : ASD/KAC 

Date Acquired : 7 Dec 2010 5:03 

Sample Name : 

Submitted by : ASD 

Vial Number : 69 

AcquisitionMeth: DRUGS.M 
Integrator : Chemstation 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_T0X2.L 

PK# RT Library/ID CAS# Qual 


1 4.18 C:\Database\SLI.L 

COCAINE 000050-36-2 99 



m/z~> 40 60 80 100 120 140 160 180 200 220 240260 280 300 320 340 360 380 400 420 


758869.D Wed Mar 07 13:50:49 2012 Page 2 


Corbett email PRR 006314 







Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM6\12_06_10\758870.D 

Operator : ASD/KAC 

Date Acquired : 7 Dec 2010 5:16 

Sample Name 

Submitted by : ASD 

Vial Number : 70 

AcquisitionMeth: DRUGS.M 

Integrator : Chemstation 



Ret. Time 

Area 

Area % 

Ratio % 

4.189 

34753909 

100.00 

100.00 


758870.D Wed Mar 07 13:50:53 2012 Page 1 


Corbett email PRR 006315 





Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM6\l2_06_10\758870.D 

Operator : ASD/KAC 

Date Acquired : 7 Dec 2010 5:16 

Sample Name : 

Submitted by : ASD 

vial Number : 70 

AcquisitionMeth: DRUGS.M 
Integrator : chemstation 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 4,19 C:\Database\SLl.L 

COCAINE 000050-36-2 99 



Abundance #29: COCAINE 



m <Z--> 40 60 80 100 12 0 140 1 60 180 200 220 240 260 280 300 320 34 0 360 380 400 420 


758870.D Wed Mar 07 13:50:54 2012 Page 2 


Corbett email PRR 006316 












Area Percent / Library Search Report 


Information from Data Pile: 

File Name : F:\Q4-2010\SYSTEM6\12_06_10\758871.D 

Operator : ASD/KAC 

Date Acquired : 7Dec2010 5:30 

Sample Name : HH9MHHHBI 

Submitted by : ASD 

Vial Number : 71 

AcquisitionMeth: DRUGS.M 

Integrator : Chemstation 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 4.19 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.138 to 4.292 min.: 758871.D\data.ms (-) 



rn/z~> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 

Abundance #29: COCAINE 

80 

60 

40 

20 

0 

m/z—> 40 60 80 100 120 140 160 180 200 220 240 260 280 3 00 32 0 340 360 380 400 420 



758871.D Wed Mar 07 13:50:58 2012 Page 2 


Corbett email PRR 006318 






ita File: 

\Q4-2010\SYSTEM6\l2_06_10\758872.D 
ID/KAC 

1 Dec 2010 5:43 

ID 

'2 

:UGS . M 
lemstation 



Ret. Time 


Area 


Area % Ratio 







Area Percent / Library Search Report 


Information from Data File: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_06_10\758872.D 

ASD/KAC 

7 Dec 2010 5:43 


ASD 
72 

DRUGS.M 
Chemstation 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


1 4.18 C:\Database\SLI.L 

COCAINE 000050-36-2 99 



Abundance #29: COCAINE 



758872.D Wed Mar 07 13:51:03 2012 


Page 2 


Corbett email PRR 006320 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_06_10\758873.D 

ASD/KAC 

7 Dec 2010 5:56 


ASD 

73 

DRUGS,M 
Chemstation 


Abundance 


TIC: 758873.D\data.ms 


1600000 

1000000 

500000 

0 

Time--> 



4. 

81 





THTTrmTI 1 1 1 1 1 1 1 1 1 1 1 1 1 IT T'T'T 


2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6 .50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 


4,181 

19622778 

100.00 

100.00 



758873.D Wed Mar 07 13:51:07 2012 Page 1 


Corbett email PRR 006321 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_06_10\758873.D 

ASD/KAC 

7 Dec 2010 5:56 


ASD 
73 

DRUGS.M 
Chemstation 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW TOX2.L 


PKtf RT Library/ID 


CAS# Qual 


4.18 C:\Database\SLI.L 
COCAINE 


000050-36"2 


99 


Abundance 



m/z-> 



758873.D 


Wed Mar 07 13:51:07 2012 


Page 2 


Corbett email PRR 006322 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_06_10\758874,D 
ASD/KAC 

7 Dec 2010 6:09 

BLANK 
ASD 
2 

DRUGS.M 
Chemstation 


Abundance TIC: 758874.D\data.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


758874.D Wed Mar 07 13:51:11 2012 Page 1 


Corbett email PRR 006323 










Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM6\12_06_10\758875.D 

Operator : ASD/KAC 

Date Acquired : : 22 

Sample Name : 

Submitted by : ASD 

Vial Number : 75 

AcquisitionMeth: DRUGS.M 
Integrator : Chemstation 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


l 4.19 C:\Database\SLI.L 

COCAINE 000050-36-2 99 



rn/z r > 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 3 60 380 400 420 440 460 480 500 


Abundance #29: COCAINE 



m/z~> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 440 460 480 500 


758875.D Wed Mar 07 13:51:16 2012 Page 2 


Corbett email PRR 006325 








Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM6\12_06_10\758876.D 

Operator : ASD/KAC 

Date Acquired : "^06^20^^^ 6:36 

Sample Name : 

Submitted by : ASD 
Vial Number : 76 

AcquisitionMeth: DRUGS.M 
Integrator : Chemstation 


Abundance TIC: 758876.D\data.ms 

2000000 


1500000 


1000000 


500000 


0 

Time-> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.183 

24684497 

100.00 

100.00 



758876.D Wed Mar 07 13:51:20 2012 Page 1 


Corbett email PRR 006326 

















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_06_10\758877.D 

ASD/KAC 

7 Dec 2010 6:49 


ASD 
77 

DRUGS.M 
Chemstation 


Abundance 


TIC: 758877.D\data.ms 


2000000 

1500000 

1000000 

500000 

0 

Time--> 


4.' 

85 



*1 .| 1 1 1 1 | ! ! M | ! 1 f 

2.00 2.50 3.00 3.50 4.00 

4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


4.185 


29032100 100.00 100.00 


758877.D Wed Mar 07 13:51:24 2012 


Page 1 


Corbett email PRR 006328 







Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM6\12_06_10\758877.D 

Operator : ASD/KAC 

Date Acquired : 7 Dec 2010 6:49 

Sample Name : 

Submitted by : ASD 

Vial Number : 77 

AcquisitionMeth: DRUGS.M 
Integrator : Chemstation 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 4.18 C:\Database\SLI.L 

COCAINE 000050-36-2 99 



Abundance #29: COCAINE 



m/Z-> 40 60 80100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 


758877.D Wed Mar 07 13:51:25 2012 Page 2 


Corbett email PRR 006329 




Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-2010\SYSTEM6\12_06_10\758878 ,D 
ASD/KAC 

7 Dec 2010 7:02 


ASD 

78 

DRUGS.M 
Chemstation 


Abundance TIC: 758878.DWata.ms 



Ret. Time 

Area 

Area % 

Ratio % 

4.186 

31614254 

100.00 

100,00 


758878.D Wed Mar 07 13:51:28 2012 


Page l 


Corbett email PRR 006330 






Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM6\12_06_10\758878.D 

Operator : ASD/KAC 

Date Acquired : *7 De^2^^^^7:02 

Sample Name : E52S9HS8I9HH 

Submitted by : ASD 
Vial Number : 78 

AcquisitionMeth: DRUGS.M 
Integrator : Chemstation 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMWJTOX2.L 

PK# RT Library/ID CAS# Qual 


1 4.19 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.126 to 4.286 min,: 768878,D\data.ms (-) 



Abundance #29: COCAINE 



m/z~> 40 60 80 100 120 140160 180 200 220 240 260 280 300 320 340 360 380 400 420 


758878.D Wed Mar 07 13:51:29 2012 Page 2 


Corbett email PRR 006331 








forma 
le Nai 
erato 
te Ac> 








Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM6\12_06_10\758879.D 

Operator : ASD/KAC 

Date Acquired : 7 Dec 2010 7:15 

Sample Name : 

Submitted by : ASD 

Vial Number : 79 

AcquisitionMeth: DRUGS.M 
Integrator : Chemstation 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_T0X2.L 

PK# RT Library/ID CAS# Qual 


1 4.18 C:\Database\SLI.L 

COCAINE 000050-36-2 99 




758879.D Wed Mar 07 13:51:33 2012 Page 2 


Corbett email PRR 006333 






Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12 06 10\758881.D 
ASD/KAC 

7 Dec 2010 7:41 

BLANK 
ASD 
2 

DRUGS.M 
Chemstation 


Abundance TIC: 758881.D\data.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


758881.D Wed Mar 07 13:51:39 2012 


Page 1 


Corbett email PRR 006334 





Area Percent / Library Search Report 


Information from 
File Name ; 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM6\12_06_10\758882.D 

ASD/KAC 

7 Dec 2010 7:55 

COCAINE STD 
ASD 
41 

DRUGS . M 
Chemstation 


Abundance 


TIC: 758882.D\da!a.ms 

4.178 


1000000 


500000 


0 A -^- r v - T -T--j - r - r -r-T-[■ |-- r r T ■ v f ‘ r-| " i- - i - - v - Tj - TTT - T - rT - T -T- T - TT , T T T ”’ -rT^T-|-TT"r-T-p-T . j < I I I [ .■ I i I j I I --i- r - r - . -i 

Time-> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 


4.178 

12778271 

100.00 

100.00 



758882 .D 


Wed Mar 07 13:51:43 2012 


Page 1 


Corbett email PRR 006335 




Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM6\12_06_10\758882.D 

ASD/KAC 

7 Dec 2010 7:55 

COCAINE STD 
ASD 
41 

DRUGS.M 
Chemstation 


Search Libraries: 


C: \Database\SLI.L 
C:\Database\NIST08.L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# 


RT 


Library/ID 


CAS# 


Qual 


4.18 C:\Database\SLI.L 
COCAINE 


000050-36-2 99 


Abundance 


80 


60 

40 

20 

0 


&2 


42 


30 


55 


68 

pT tV 


Average of 4.144 to 4.250 min.: 758882.D\data,ms (-) 


182 


94 


122 


1,9® . I 138 166 


198 


214 


272 

244 258 I 288 


303 


341 355 


m/z-->_ 

Abundance 

80 

60 

40 

20 

0 


* I ' I ' ' ' 1 I ' ‘ ' ‘ I ' ’ 1 -'n- , -^T-p-r-T-T-r-p-r-T-rj-r^r-r'|-i I I I j 'I I I I | I I 1 T f I I n | 

40 60_80 100 120 140 160 180 200 220 240 260 280 300 320 340 


82 


42 


.55 68 

Hi Ji.ltt 


#29: COCAINE 


182 


94 


., AO 122 

108 ,| 135 166 


198 


214 244 259 


272 


303 


m/z-> 


1 1 | 1 1 i 1 ‘I 111 [ 1 1 1 ' 1 [ t 1 ' * I ' ' t' l ' I ' i ' i I ■ ■ P T ■ tm ri t ■ I I I|iin|ii n | ■ ■ ■ ■ r ■ | ~i ■ n | i 

40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


758882.D Wed Mar 07 13:51:43 2012 Page 2 


Corbett email PRR 006336 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2011\SYSTEM 7\05_20_ll\789043 ,D 
LAG 

20 May 2011 19:25 

BLANK 


DRUGS.M 
RTE 


Abundance TIC: 789043.D\data.ms 



Ret, Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 



789043.D 


Wed Mar 07 13:38:33 2012 


Page 1 


Corbett email PRR 006337 







Area Percent / Library Search Report 


Information from 
File Name ; 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q2-201l\SYSTEM 7\05__20_ll\789044 ,D 
LAG 

20 May 2011 19:38 

COCAINE STD 

44 

DRUGS . M 
RTE 


Abundance 


1000000 ; 


500000 


0 1 ( | i i i i f i i i i y rrr|"TTr"ry r i | i i i i | i r r - i "" | ,,, p -n - T -pr T -T —t ~ y T~rT "T" | - T " >-n~T " j , ~p "r ~ r ~r 

Time-> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.675 

1372931 

100.00 

100.00 


TIC: 789044.D\data.ms 

4.675 


789044 .D 


Wed Mar 07 13:38:45 2012 


Page 1 


Corbett email PRR 006338 




Area Percent / Library Search Report 


Information from 

Data File: 


File Name : 

F:\Q2~201l\SYSTEM 7\05 20 

11\789044.D 

Operator : 

LAG 


Date Acquired : 

20 May 2011 19:38 


Sample Name : 

COCAINE STD 


Submitted by : 



Vial Number : 

44 


AcquisitionMeth; 

DRUGS . M 


Integrator : 

RTE 


Search Libraries 

: C:\Database\SLl.L 

Minimum Quality: 80 


C:\Database\NIST05a.L 

Minimum Quality: 80 


C:\Database\PMW_TOX2.L 


PK# RT 

Library/ID 

CAS# Qual 

1 4.68 C 

: \Database\SLI. L 



COCAINE 

000050-36-2 99 


Abundance Average of 4.643 to 4.845 min.: 789044.D\data.ms (-) 



m/z~> 40 60 80 100 120 140 160 180 200 220 240.260 2 80 300 


Abundance #29: COCAINE 



789044.D Wed Mar 07 13:38:45 2012 Page 2 


Corbett email PRR 006339 









Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F: \Q2-2011 \SYSTEM 7\05_20_ll\789055 ,D 
LAG 

20 May 2011 21:57 

BLANK 
ASD 
1 

DRUGS . M 
RTE 


Abundance TIC: 789055.0\data.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


789055,D 


Wed Mar 07 13:39:16 2012 


Page 1 


Corbett email PRR 006340 







Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2011\SYSTEM 7\05_20_ll\789056.D 

Operator : LAG 

Date Acquired : 20 May 201 1 22:09 

Sample Name : 

Submitted by : ASD 

Vial Number : 56 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Abundance TIC: 789056.D\data,ms 


2000000 

1500000 


ioooooo; 


i 2.324 




Time--> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6 .00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


2.118 167320 5.47 7.57 
2.324 680710 22.26 30.81 
4.675 2209429 72.26 100.00 


789056.D Wed Mar 07 13:39:23 2012 Page 1 


Corbett email PRR 006341 







Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator ; 


Data File: 

F:\Q2-2011\SYSTEM 7\05__2 0_ll\789056 , D 
LAG 

20 Mav 2011 22:09 


ASD 

56 

DRUGS,M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


1 2.12 C:\Database\NIST05a.L 

Ecgonidine, methyl ester 127379-24-2 98 
2-Carbomethoxy-8-methyl-8-azabicycl 043021-26-7 97 
Benzeneethanamine, 3,4-dimethoxy- 000120-20-7 43 


Abundance 


80 


Average of 2.086 to 2.170 min.: 789056.DWata.ms (-) 

162 


60 

40 

20 

0 


42 


82 


57 


]50 


65 




94 


122 


106 


138 


m/z~> 


i ’ i i i •• 1 1 1 ! 1 1 i i ; •; 


181 


166 

f 

11 1111 tn 11111 r 


t~ T TTTTTT- | 


207 


40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 


Abundance 

80 i 

60 

40 

20 


#43743; Ecgonidine, metbyi ester 

1$2 


122 


106 


138 


181 


166 


I I i ! 1 1 M 1 T 1 I 1 1 1 M 1 ' * ' I 1 ' 1 1 ! ' ‘ ^ r rnrr r rr ' ri ! 1 * 11 i 1 1 1 1 ! 1 1 1 M 1 1 1 1 I 1 1 

m/z--> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 


789056.D 


Wed Mar 07 13:39:24 2012 


Page 2 


Corbett email PRR 006342 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2Q11\SYSTEM 7 \ Q5___20__ll\78 9056 . D 
LAG 

20 May 2011 22:09 


ASD 

56 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NISTG5a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PKft RT Library/ID 


CAS# Qual 


2,32 C:\Database\NIST05a.L 
Ecgonine methyl ester 
Pseudoecgonine methyl ester 
Ecgonine methyl ester 


106293-60-1 98 
099189-88-5 97 
106293-60-1 97 


Abundance 

80 

60 

40 

20 

0 


Average of 2.287 to 2.361 min.: 789056.D\data.ms (-) 

8£ 


96 


42 


55 


ill 48 


m 


68 

jli!j 75 


tW 


M, 


m/z~> 

Abundance 

80 

60 

40 

20 

0 

m/z--> 


,05 T 122 140 155 1 f 


182 


199 


40 50 60 70 80 90 100 110 120 130 J40 150 160 170 

#56371: Ecgonine methyl ester 

8-2 


96 


TTr*l n"j"f-y- 

180 190 


207 


200 


42 


Jj 


55 


.11 - 


68 




112 


il 03 


122 
I l '| I'l l -t -p i ‘ l 


168 

140 ,55 


182 


199 


40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 


789056.D 


Wed Mar 07 13:39:25 2012 


Page 3 


Corbett email PRR 006343 







Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q2-2 011\SYSTEM 7\05 20 ll\789056,D 
LAG 


ASD 

56 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# RT 


Library/ID 


3 4.68 C:\Database\SLI.L 

COCAINE 


000050-36-2 99 


Abundance 


Average of 4.633 to 4.834 min.: 789056.D\data.ms {-) 


20 42 


j .55 57 : j -(52 1fi « jj "f 1 ' 2/2 

pi iij. Iiilii.l . . 1 l HP., Lit 13 p 1 208 222 244 259 I 282 

' I f t ' ‘ ' ' [ ' 1 ' ' f ' 1 ^ j b t t r | ; t r r p t r i i j^T-r r T^~ r-r - i i | i i t i j i i i i j i r ■ }* T -j- T -- r -- r - T --y--V--- 

m/z-> 40. 60 80 100 120 140 160 180 200 220 240 260 280 300 


198 272 

208 222 244 259 I 282 


Abundance 


#29: COCAINE 


55 68 198 

^ , pin 16 6 ,^|,.,. J, , 214, , , , , .259 ; , , , , ( 1, 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


789056 .D 


Wed Mar 07 13:39:25 2012 


Page 4 


Corbett emaiI PRR 006344 










Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired : 

Sample Name 
Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator ; 


Data File: 

F: \Q2-2011\SYSTEM 7\05__20_11\789068 . D 
LAG 

21 May 2011 00:41 

BLANK 

2 

DRUGS.M 
RTE 


Abundance TIC: 7890S8.6\data.ms 



Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


789068,D 


Wed Mar 07 13:39:54 2012 


Page l 


Corbett email PRR 006345 






Area Percent / Library Search Report 


Information from 
File Name 
Operator : 

Date Acquired : 

Sample Name : 

Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q2-2011\SYSTEM 7\05__20__ll\789069 , D 
LAG 

21 May 2011 00:54 

COCAINE STD 

44 

DRUGS.M 
RTE 


Abundance 


TIC: 789Q69.DWata.ms 

4.675 


1000000 


500000 


Tlme~> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 £150 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.675 

1310914 

100.00 

100.00 


789069.D Wed Mar 07 13:40:01 2012 


Page l 


Corbett email PRR 006346 





Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2011\SYSTEM 7\05_20_ll\789069.D 

Operator : LAG 

Date Acquired : 21 May 2011 00:54 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 44 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 

C:\Database\PMW TOX2,L 

Minimum 

Minimum 

Quality: 80 
Quality: 80 

PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

4.68 

C:\Database\SLI.L 




COCAINE 000050-36-2 99 


Abundance Average of 4.643 to 4.860 min.: 789069.D\d3ta.ms (-) 

| ap 



789069.D Wed Mar 07 13:40:02 2012 Page 2 


Corbett email PRR 006347 








